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; Kiiier^s First Shot | 
Reportedly Struck i 


OALF^AS. May 2P (APO- - 
Television stnlion KRLD iaid 
today that ihe Warren Com- 
mission's report on the assassi- 
nation of President Kennedv 
would -show mat Ihe first bidiet 
hit both tin President and Cov. 
John R, Connaliy Jr, and lhatj 
the third shot went wild. j 
Previous thinkifio had been 
that the first, bullet hit the: 
President, the second hit the' 
Hovernor ar d the third fataliy 
wounded Mr. KoTuiedv. 

In a ropyr]p;hted story, 
KRLD said It had also learned' 
that the ermmis.sion's report.; 
which it said was to be released: 
in a few werks. would show the' 
foilowlnpf: i 

^The first bu]|e( onlered thei 
Picsidents tody slightly a.bovcj 
tho n^ht collar bone and exited** 
just fo the ]f-rt of the tie knot •' 
then entered the body of Cov'j 
et nnr t -onnally just ai>ove tbe 
fifth rib. 

^The serond huilet struck 
the Presiden: in the back of 
the head. 

*5 The third Ijull^t foliow'ed a., 
much flatter trajer lory than 
the fir.st two. because the mo- 
torcade w.as moving down a 
•^topmy street, and it struck a: 
manhole enve^. tlion ricocheted! 
off the ctirb and was never 
found. I 


tMedir.af o} hiion in the com- 
mi.ssion’.s rcpori. will show that 
ohancc.a for the Pmadejir^ re- 
covery fmni the first wound! 
would have been exrcllcnt. Atso,! 
had the I'lrsi hit been a tract ion I 
lower, the Pure of ihe hnliet' 
would prohahly have knockedl 
the President to the floor of the* 
Car and removed him from fhej 
line of sj;;ht !0r the second- i 
and fatal shot. | 

^Thc first bullet traveled 16S‘ 
feet before it hit, the second! 
/i)7 fccL I 

There wa s an intei va] of 4 
seconds between the first and 
■second shots, and about 
,mul5; brUv<-on the sornnd nml 
|tniirl siml.':, .-xiKi rxpoi!.'; rcinlpnd 
a C 2 -a<if rorild havo 

jfirnri all thiop in Hip fimg jj- 
|tonk !hp (q fj^p fhp 

Tirst two. 



